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MEMBERS  OF  THE  PUBLIC  HEALTH  COMMITTEE 

1949-1950 


Chairman : 

Councillor  Dr.  R.  C.  U.  WARRINGTON. 


Vice-Chairman : 

Councillor  W.  RUTTER,  J.P. 


Committee : 

Councillors : H.  Doswell,  C.  Hargreaves,  G.  A.  Monckman, 
F.  J.  Neale,  C.  E.  Normington,  F.  Ormerod, 
A.  M.  Sagar,  J.  H.  Seed,  E.  Whalley,  S.  Whiteside. 
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PUBLIC  HEALTH  DEPARTMENT 
Administrative  Staff 


Medical  Officer  of  Health  (Part-time) : 

J.  K.  CUMMING,  M.B.,  Ch.B. 


Divisional  Medical  Officer  of  Health  (No.  5 Division) 
R.  C.  WEBSTER,  B.Sc.,  M.D.,  D.P.H. 


Sanitary  Inspector  and  Cleansing  Superintendent : 

G.  WALMSLEY,  M.R.San.I.,  M.S.I.A. 


Health  Visitor  (Lancashire  County  Council) : 
Nurse  GILBERT,  S.R.N.,  S.C.M.,  H.V.C. 


Clerical  Assistant : 

Miss  J.  TAYLOR  (Resigned  January,  1949). 


Pupil  Assistant : 

K.  SHACKLETON,  M.R.I.P.H.H. 


This  is  the  last  Annual  Report  of 
Doctor  JL  K,  Gumming,  who  resigned  as 
Medical  Officer  of  Health  in  March,  1950. 
Dr.  Gumming  was  appointed  as  part-time 
Medical  Officer  in  1924,  and  served  the 
Council  for  a period  of  twenty-six  years. 

Dr.  Cumming’s  retirement  was  unfor- 
tunately short-lived,  as  he  died  in  May, 
1950,  and  Dr.  R.  C.  Webster,  of  No.  5 
Health  Division,  was  appointed  by  the 
Council  as  his  successor. 


4 


SUMMARY  OF  STATISTICS  AND  SOCIAL  CONDITIONS 


General 

Area  in  Acres  2,868 

Number  of  inhabited  houses,  1931  census  3,573 

Number  of  inhabited  houses  at  end  of  1949  3,788 

Rateable  Value  £63,421 

Sum  represented  by  a penny  rate  £243 

Population  at  1931  census  12,876 

Population,  1949  estimates  11,060 


The  principal  industries  are  cotton  weaving  and  light 
engineering  trades,  etc. 


SUMMARY  < 

OF  VITAL  STATISTICS 

Live  Births 

Males 

Females 

Total 

Legitimate  

84  ... 

74  ... 

158 

Illegitimate  

1 ... 

0 ... 

1 

Total 

85  ... 

74  ... 

159 

Still  Births 

Males 

Females 

Total 

Legitimate  

3 ... 

2 ... 

5 

Illegitimate  

0 ... 

0 ... 

0 

Total 

3 ... 

2 ... 

5 

Rate  per  1,000  (Live  and  Still)  Births  .... 

31.4 

Deaths 

Males 

Females 

Total 

Deaths  

80  ... 

79  ... 

159 

Total 

80  ... 

79  ... 

159 

Death  rate  per  1,000  estimated  population 

: Crude  ... 

14.4 

Adjusted 

12.2 

Death  rate  per  1,000 

estimated  population  (England 

and  Wales)  

11.7 

Infantile  Mortality 
Infants  under  the  age  of  one  year — 

Males  Females  Total 


Legitimate  4 ...  5 ...  9 

Illegitimate  1 ...  0 ...  I 


Total  Deaths 5 ...  5 
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Comparative  Bkth  Rates,  Civilian  Death  Rates,  Analysis  of 
Mortality,  Maternal  Mortality  and  Case  Rates  for  certain 
Infectious  Diseases  in  the  year  1949 


Births  Rates  per  1,000  Civilian  Population 


England 

and 

Wales 

Live  Births  16.70(a) 

Still  Births  ...  0.39(a) 

Deaths 

All  causes  11.70(a) 

Typhoid  and 

Paratyphoid  Fever  0.00 
Whooping  Cough  ...  0.01 

Diphtheria  0.00 

Tuberculosis 0.45 

Influenza 0.15 

Smallpox  0.00 

Acute  Poliomyelitis  & 
Polioencephalitis  . . . 0.01 

Pneumonia  0.51 


126  County  148  Smaller 
Borough  and  Towns  (Resident 


Great  Towns 

Population 

Great 

(including 

25,000—50,000 

Harwood 

London) 

at  1931  Census) 

U.D.C. 

18.70 

18.00 

14.40 

0.47 

0.40 

0.45 

12.50 

11.60 

14.40 

0.00 

0.00 

0.00 

0.02 

0.01 

0.00 

0.00 

0.00 

0.00 

0.52 

0.42 

0.36 

0.15 

0.14 

0.18 

0.00 

0.00 

0.00 

0.02 

0.02 

0.00 

0.56 

0.49 

0.45 

Notifications 

(corrected) 

Typhoid  Fever  0.01 

Paratyphoid  Fever...  0.01 
Cerebro  Spinal  Fever  0.02 

Scarlet  Feve* 1.63 

Whooping  Cough  ...  2.39 

Diphtheria  0.04 

Erysipelas 0.19 

Smallpox  ...  0.00 

Measles  8.95 

Pneumonia  ...  0.80 

Acute  Poliomyelitis...  0.13 
Ac.  Polioencephalitis  0.01 

Food  Poisoning 0.14 

Deaths  Rates 

All  causes  under  1 


year  of  age  ...  ...  32.00(b) 
Enteritis  & Diarrhoea 
under  2 years  of  age  3.00 

(a)  Rates  per  1,( 

(b)  Rates  per  1,1 


0.01 

0.01 

0.00 

0.02 

0.01 

0.00 

0.03 

0.02 

0.00 

1.72 

1.83 

0.36 

2.44 

2.39 

0.09 

0.05 

0.04 

0.09 

0.20 

0.19 

0.00 

0.00 

0.00 

0.00 

8.91 

9.18 

16.91 

0.91 

0.65 

0.63 

0.13 

0.12 

0.00 

0.01 

0.02 

0.00 

0.16 

1,000  live  births 

0.14 

0.00 

37.00 

30.00 

63.00 

3.80 

2.40 

0.27 

total  population, 
related  live  births. 
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GENERAL  PROVISIONS  OF  HEALTH  SERVICES 


Laboratory  Facilities 

The  Laboratory  work  for  the  district  is  carried  out  at  the 
Blackburn  Royal  Infirmary,  and  good  co-operation  has  been 
maintained  at  all  times. 

Tuberculosis  sputum  examinations  are  carried  out  by  the 
Lancashire  County  Council,  the  tuberculosis  dispensary  being 
situated  at  Accrington. 

Ambulance  Facilities 

The  ambulance  service  is  now  administered  by  No.  5 Division 
of  the  Lancashire  County  Council.  An  ambulance  station  is 
situated  in  Great  Harwood  and  is  controlled  from  Accrington. 
Infectious  Disease  Cases 

All  infectious  disease  patients  are  conveyed  by  arrangements 
with  infectious  disease  hospitals  in  neighbouring  authorities,  chiefly 
Bull  Hill  Hospital,  Darwen. 

Tuberculosis 

The  administration  is  carried  out  by  the  Lancashire  County 
Council  and  co-operation  is  maintained  through  the  Public  Health 
Department.  Disinfection  of  articles  and  premises  is  carried  out 
when  necessary. 

Ten  cases  were  added  to  the  register  and  five  cases  were 
removed  from  the  register  during  the  year. 


The  following  table  shows  the  age-group  incidence  of  the 
new  cases,  and  deaths,  during  1949  : 


Ages 


0—1 
1—5 
5—10 
10—15 
15—25 
25—35 
35 — 45 
45—55 
55—65 
Over  65 


New  Cases  Deaths 


Respiratory  Non-Respirat’y  Respiratory  Non-Respirat’y 
M.  F.  M.  F.  M.  F.  M.  F. 


1 4 ...  0 2 ...  2 


0 0 


infectious  Diseases 

The  following  table  shows  the  number  and  nature  of  infectious 
diseases  notified  : 


Disease 

Total 

Deaths 

Scarlet  Fever  

4 ... 

0 

Measles  

187  ... 

0 

Whooping  Cough  

1 ... 

0 

Chicken  Pox  

0 ... 

0 

Mumps 

0 

Cerebro  Spinal  Fever 

0 ... 

0 

Pneumonia  

5 

Tuberculosis  

8 ... 

4 
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Diphtheria 

No  cases  of  diphtheria  were  notified  during  the  year.  The 
diphtheria  immunisation  administration  is  carried  out  by  the 
Divisional  Health  Authority. 

Home  Help 

The  home  help  service  is  administered  by  the  Divisional 
Health  Authority. 

Scabies 

A clinic  is  in  operation  at  the  Fire  Station  Yard  and  is  used 
when  occasion  rises.  During  1949  one  case  was  treated. 

Matense-y  and  Child  Welfare 

A clinic  is  held  at  the  Mercer  Hall,  the  duties  being  under 
the  control  of  the  Lancashire  County  Council. 

Day  Nurseries 

Two  day  nurseries  are  now  in  operation.  Both  were  well 
attended  during  1949. 

Water  Supply 

Water  is  supplied  by  the  Accrington  District  Gas  and  Water 
Board,  the  source  of  supply  being  upland  surface.  The  water  is 
filtered  and  chloramine  treated  and  has  been  entirely  satisfactoi^. 
Frequent  sampling  was  carried  out  during  the  year  for  bacterio- 
logical and  plumbo-solvent  examinations.  The  results  were  all 
satisfactory.  Owing  to  the  extremely  dry  summer  and  the  conse- 
quent drought  the  quantity  of  water  to  consumers  had  to  be 
diminished. 

Drainage  and  Sewerage 

Sewer  extensions  have  been  carried  out  on  the  Waverledge 
Housing  Site.  Work  has  been  commended  on  the  new  relief  sewer 
to  relieve  flooding  in  the  south  end  of  the  district. 

Public  Baths 

There  are  no  Public  Swimming  Baths  in  the  district,  but  it 
is  hoped  to  instal  a number  of  Public  Slipper  Baths  in  the  near 
future. 
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Schools 

No  closure  has  been  necessary  during  the  year,  although  during 
the  early  part  of  the  year  there  was  an  epidemic  of  measles,  which 
reduced  the  attendance  considerably. 

Housing 

The  construcfion  of  new  houses  has  proceeded  throughout  the 
year  on  the  Waverledge  site,  and  36  families  have  been  re-housed 
in  the  new  dwellings.  Repairs  to  existing  dwelling-houses  consti- 
tute a major  problem,  due  to  labour  difficulties  and  the  cost  of 
materials. 


Mortuary 

Eight  cases  were  admitted  during  the  year.  The  premises 
have  been  redecorated,  new  fluorescent  lighting  and  hot  water 
supply  have  been  installed. 
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Cause  of  Death 


Males 

Females 

Total 

Typhoid  

0 

...  0 ... 

0 

Cerebro-spinal  fever  

0 

...  0 ... 

0 

Scarlet  Fever  

0 

...  0 ... 

0 

Whooping  Cough  

O' 

...  0 ... 

0 

Diphtheria  

0 

...  0 ... 

0 

Tuberculosis  of  respiratory  system 

2 

...  1 ... 

3 

Other  forms  of  tuberculosis  

1 

...  0 ... 

1 

Syphilitic  diseases  

0 

...  0 ... 

0 

Influenza  

2 

...  o ... 

2 

Measles  

0 

...  0 ... 

0 

Acute  poliomyelitis  and  polio- 
encephalitis   

0 

...  0 ... 

0 

Acute  infective  encephalitis  

0 

...  o ... 

0 

Cancer  of  buocal  cavity  and 
oesophagus  (m)  uterus  (f)  .... 

1 

...  0 ... 

1 

Cancer  of  stomach  and  duodenum 

0 

...  2 ... 

2 

Cancer  of  breast  

0 

...  4 ... 

4 

Cancer  of  all  other  sites 

7 

...  4 ... 

11 

Diabetes  

0 

...  1 ... 

1 

Intra-cranial  vascular  lesions  

8 

...  13  ... 

21 

Heart  disease  

30 

...  29  ... 

59 

Other  diseases  of  circulatory 
system  

2 

...  1 ... 

3 

Bronchitis  

6 

...  2 ... 

8 

Pneumonia  

3 

...  2 ... 

5 

Other  respiratory  diseases  

1 

...  0 ... 

1 

Ulcer  of  stomach  or  duodenum  ... 

1 

...  0 ... 

1 

Diarrhoea,  under  two  years  

3 

...  o ... 

3 

Appendicitis  

1 

...  0 ... 

1 

Other  digestive  diseases  

0 

...  1 ... 

1 

Nephritis  

1 

...  0 ... 

1 

Puerperal  and  post-abortion  sepsis 

0 

...  o ... 

0 

Other  maternal  causes  

0 

...  b ... 

0 

Premature  birth  

1 

...  3 ... 

4 

Congenital  malformation,  birth 
injuries,  etc 

2 

...  1 ... 

3 

Suicide  

0 

...  2 ... 

2 

Road  Traffic  Accidents  

0 

...  0 ... 

0 

Other  violent  causes  

3 

...  1 ... 

4 

All  other  causes  

5 

...  12  ... 

17 

— — 

— 

— 

80 

...  79  ... 

159 
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To  the  Chairman  and  Members  of  the  Health  Committee — 


Mr.  Chairman  and  Gentlemen, 

I have  pleasure  in  presenting  my  report  on  the  work  of  the 
Department  for  the  year  1949. 

Very  little  progress  has  been  made  in  bringing  houses  up  to 
a good  standard  of  repair,  due  to  the  lack  of  building  labour,  and 
the  high  cost  of  materials.  As  many  of  the  local  builders  were 
engaged  on  new  housing,  much  of  the  repair  work  has  unfortu- 
nately been  left.  Many  owners  have  sold  their  houses  to  sitting 
tenants  rather  than  face  the  high  cost  of  repairs  and  the  ultimate 
small  or  negligible  return  from  low  rents.  Dwelling-houses  which 
should  have  been  demolished  years  ago  are  still  inhabited  and 
present  a difficult  problem ; the  only  solution  being  more 
dwellings  available  for  rehousing. 

The  public  cleansing  services  have  functioned  satisfactorily 
during  the  year,  and  a new  refuse  vehicle  was  acquired  as  a 
replacement.  It  is  hoped  to  have  a gulley-emptier  in  operation 
shortly,  and  this  will  undoubtedly  enable  the  cleansing  of  gulleys 
to  be  carried  out  more  frequently  and  efficiently  as  manual  clean- 
sing is  laborious  and  unhygienic. 

The  majority  of  food  premises  were  well  maintained  and  it 
is  hoped  that  the  standard  will  improve  when  the  Food  By-laws 
are  in  operation.  Ice-cream  premises  were  frequently  visited  and 
many  unsatisfactory  premises  were  closed. 

I wish  to  thank  the  Chairman  and  Members  of  the  Health 
Committee  for  their  consideration  during  the  year  and  I should 
also  like  to  thank  the  Officials  and  Staff  for  their  assistance  at 
all  times. 


I am. 

Yours  faithfully, 

G.  WALMSLEY, 

Sanitary  Inspector. 


13 


SANITARY  INSPECTION  OF  THE  AREA 

Housing  Accommodation— Interviews  20 

Housing  Accommodation — Visits  19 

Interviews — Owners,  etc.  ...  117 

Public  Health  Act 

Inspections  202 

Revisits 122 

Overcrowding  0 

Verminous  Premises 5 

Housing  Act 

Inspections 106 

Revisits 108 

General 

Accumulations  69 

Drainage  ...  159 

Defective  Bins  40 

Factories  39 

Public  Conveniences 26 

Rats  and  Mice  37 

Refuse  Disposal — Tip  40 

Refuse  Disposal — Sundry 33 

Salvage 26 

Schools 15 

Shops  85 

Smoke  Observations 0 

Stables 7 

Theatres,  etc 8 

Miscellaneous  179 

Infectious  Disease 

Inquiries  11 

Disinfectants  8 

Food  Premises 

Bakehouses 16 

Butchers 14 

Dairies 21 

Farms  11 

Fried  Fish  4 

Fruiterers  19 

Ice-Cream  47 

Slaughterhouse  172 

Restaurants 7 

Unsound  Food  28 
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Sampling 

Milk — Undesignated  .V.  19 

Designated  10 

Tubercule  Bacilli 7 

Notices 

Complied 
Served  with 

Informal 77  47 

Statutory 21  31 

To  other  Departments - 8 

WATER  SUPPLY 

Raw  Water  Samples 

Bacteriological  Examinations  i. Nil 

Chemical  Analyses  Nil 

Treated  Water  Samples 

Bacteriological  Examinations 31 

Chemical  Analyses  Nil 


All  the  water  is  filtered  and  chloramine  treated.  No  extensions 
were  carried  out  to  the  mains  during  the  year. 

Smoke  Abatement 

It  was  not  found  necessary  to  take  any  smoke  observations 
during  the  year. 

Shops 

The  approximate  number  of  shops  in  the  district  is  270. 
Periodical  visits  and  inspections  have  been  carried  out  when 
necessary,  although  it  has  not  been  possible  to  inspect  all  the 
premises  due  to  pressure  of  other  work.  Conditions,  however, 
appear  to  be  fairly  satisfactory,  as  many  of  the  premises  are 
combined  shops  and  dwelling-houses. 

MEAT  AND  FOOD  SUPERVISION 

Milk  and  Dairies 

Number  of  Farms 
Upgraded  Producers  ... 

Accredited  Producers 
**  T.T.”  Producers  ... 


19 

11 

3 

5 
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Sampling — Milk 

Methylene  Blue  Test 

Phosphatase 

Test 

Grade  of  Milk 

Sat. 

Unsat. 

Sat. 

Unsat. 

«« 

. ...  9 

...  Nil  . 

..  Nil  ... 

Nil 

Accredited  

. ...  9 

...  2 . 

..  Nil  ... 

Nil 

Non-designated 

. ...  17 

...  4 . 

..  Nil  ... 

Nil 

Pasteurised  

. ...  Nil 

...  Nil 

...  1 ... 

Nil 

Totals  .. 

35 

...  6 , 

...  1 ... 

Nil 

Nine  samples  of  milk  were  taken  for  biological  (Tuberculosis) 
tests.  Eight  were  found  to  be  satisfactory  ; one  showed  a positive 
iesult. 

After  visits  by  the  Veterinary  Inspector  of  the  Ministry  of 
Agriculture  and  Fisheries,  one  cow  was  slaughtered  under  the 
Tuberculosis  Order  of  1938. 

Thirty-two  visits  were  made  to  farms  and  dairy  premises  and 
three  accredited  producers  were  registered  as  Tuberculin  Tested 
Producers.  As  the  new  Milk  and  Dairies  legislation  came  into 
operation  in  October,  1949,  the  bulk  of  the  supervisory  work  at 
farms  was  transferred  to  the  Ministry  of  Agriculture  and  Fisheries 
and  it  is  to  be  hoped  that  cordial  relationships  will  exist  between 
them  and  officers  of  Local  Authorities  as  a great  deal  of  work 
is  required  by  all  to  ensure  a safe  and  adequate  milk  supply.  . 

The  staff  of  the  Pathological  Laboratory  at  Blackburn 
Infirmary  were  of  great  help  and  good  co-operation  was  main- 
tained during  the  year. 


ICE-CREAM  REGULATIONS 

Manufacturers  (hot  mix) 4 

Manufacturers  (cold  mix)  1 

Vendors  (shops,  etc.) 20 

Hawkers  1 

The  number  of  manufacturers  was  reduced  from  eight  to  five 
during  1949  whilst  the  number  of  vendors  increased  from  ten  to 
twenty. 
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Twelve  samples  of  ice-cream  were  taken  for  the  methylene 
blue  test.  The  results  of  the  samples  are  as  follows  : 

Grade  1 Grade  2 Grade  3 Grade  4 

Hot  Mix ...  2 ...  1 ...  2 ...  3 

Cold  Mix 1 ...  1 ...  1 ...  1 

The  results  of  the  samples  at  the  commencement  of  the  year 
were  very  unsatisfactory,  and  numerous  visits  were  paid  to  ice- 
cream premises  with  a view  to  obtaining  a higher  standard  from 
future  samples.  It  was  found  that  lack  of  sterilisation  of  servers 
and  other  utensils  were  the  main  cause  of  the  low  grades,  but 
after  advice  and  supervision  had  been  given  the  follow-up  samples 
were  graded  1 or  2. 

Twenty  premises  are  registered  for  the  sale  only  of  ice-cream 
and  the  majority  of  the  vendors  sell  only  a pre-packed  commodity. 

Unsound  Food 

Very  few  foodstuffs  were  condemned  as  unfit  for  human 
consumption  and  consisted  mainly  of  tinned  goods. 

Rodent  Control 

A part-time  rodent  operator  is  employed  by  the  Council  and 
infestations  were  dealt  with  promptly  and  efficiently.  No  charge 
is  made  for  the  treatment  at  private  dwelling-houses,  but  a charge 
is  made  for  business  premises. 

The  sewers  were  treated  by  the  usual  methods  after  a 10 
per  cent,  test  and  very  little  infestation  was  noted.  The  results 
of  the  maintenance  treatments  are  as  follows : 

Manholes  No  Partial  Complete 
baited  takes  takes  takes 

First  Treatment  197  ...  126  ...  54  ...  17 

Second  Treatment  ...  242  ...  185  ...  43  ...  14 

Eighty-three  minor  infestations  of  rats  and  mice  at  private 
premises  and  seven  minor  infestations  at  local  authority  premises 
were  treated  during  the  year. 
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Sanitary  Accommodation 

Forty-four  waste  water  closets  were  converted  during  the  year 
and  the  Council’s  grant  of  £6  per  conversion  remained  as  in 
previous  years.  The  number  and  type  of  various  closets  in  the 
district  are  as  follows ; 


1948  1949 

Pails  34  ......  34 

Fresh-water  Closets 1434  1578 

Waste-water  Closets  2290  2246 


The  number  of  dwellings  with  pail  closets  is  34,  the  dwellings 
being  mainly  farm  premises  on  the  outskirts  of  the  town.  There 
are  no  pail  closets  capable  of  being  converted  until  sewer  exten- 
sions are  provided  and  in  13  cases  the  dwellings  are  in  such  a 
condition  that  conversion  would  not  be  advisable. 


Unfit  Dwelling-houses 


1.  (a)  Number  of  houses  inspected  for  defects  under  Public 

Health  and  Housing  Acts 106 

(b)  Number  of  inspections  made  for  the  purpose  ...  205 

2.  (a)  Number  of  houses  inspected  under  the  Housing 

Consolidated  Regulations,  1925  6 

(b)  Number  of  inspections  made  for  the  purpose 14 

3.  (a)  Number  of  houses  found  to  be  in  such  a state  as  to 

to  be  unfit  for  human  habitation  6 

(b)  Number  of  houses,  excluding  3(a)  above,  found  not 

in  all  respects  fit  for  human  habitation 88 
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Food  and  Drugs  Sampling 


The  Lancashire  County  Council  sampling  officers  took  the 
following  samples  during  the  year,  in  addition  to  thirty-three 
samples  of  milk. 


2 Cocoa 

3 Liquid  Paraffin 

1 Semolina 

2 Zinc  Ointment 


2 Glycerine  in  Borax. 

3 Gelatine 

2 Compound  Liquorice  Powder 
2 Arrowroot 


All  the  above  samples  were  certified  by  the  County  Analyst 
to  be  genuine  with  the  exception  of  the  following  : 


Sample 
1 formal  milk 


Result  of  Analysis 
Deficient  of  1.6% 
fat.  The  freezing- 
point  indicated 
the  presence  of 
2.8%  of  extra- 
neous water. 


Action  Taken 
Vendor  cautioned 
and  further 
samples 
obtained. 


1 formal  milk  ...  Deficient  of  1.7% 
solids  - not -fat. 
The  freezing- 
point  indicated 
the  presence  of 
1.6%  of  extra- 
neous water. 


Vendor  cautioned 
and  further 
samples 
obtained. 
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Meat  Inspection 

The  slaughter  of  pigs  is  carried  out  at  a private  slaughter- 
house and  the  following  table  presents  a report  of  the  activities 
during  the  year. 

Carcases  Inspected  and  Condemned 

Pigs 

Number  killed 1,367 

Number  inspected  1,367 

AH  Diseases  except  Tuberculosis — 

Whole  carcases  condemned Nil 

Percentages  of  the  number  inspected  affected  with 

disease  other  than  tuberculosis  4.9% 

Carcases  of  which  some  part  or  organ  was  con- 
demned   67 

Tuberculosis  Only — 

Whole  carcases  condemned ...  1 

Carcases  of  which  some  part  or  organ  was  con- 
demned   84 

Percentage  of  the  number  inspected  with  tuber- 
culosis   6.1% 


STATUTORY  POWERS— Sections  % 10,  16 
Housing  Act 

A.  (1)  Number  of  houses  in  which  notices  were  served 

requiring  repairs  17 

(2)  Number  of  houses  which  were  rendered  fit  after 
service  of  formal  notice  by  : 

Owners 25  Default  2 

Public  Health  Act 

B.  (1)  Number  of  houses  in  which  notices  were  served 

requiring  repairs 4 

(2)  Number  of  houses  in  which  defects  were  rendered 
after  service  of  formal  notice  by  : 

Owners 11  Default Nil 
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Sections  11  and  13  Housing  Act 


c. 

Demolition  Orders  



4 

Houses  Demolished  

Nil 

D. 

Section  12  Housing  Act 

Closing  Orders  

Nil 

Closing  Orders  rendered  inoperative 

Nil 

Factories 

The  number  of  factories  on  the  register  are  as  follows  : 

Mechanical  Power  Non-Mechanical  Power 
82  15 

Thirty-nine  visits  were  made  to  various  factories  and  defects 
were  remedied  mainly  as  a result  of  informal  action. 

Plans  are  being  submitted  or  work  is  in  hand  with  the  con- 
version of  the  few  latrine  type  of  conveniences  installed  in  some 
of  the  factories. 

Public  Cleansing  and  Salvage 

Ail  the  remaining  ashpits  in  the  town  have  now  been  discon- 
tinued, dustbins  have  been  supplied  to  the  dwellings.  Controlled 
tipping  is  proceeding  satisfactorily  at  Hyndburn  Tip  and  the 
present  tip  site  will  prove  tipping  facilities  for  many  years. 

Weeding  of  streets  still  presents  a difficulty  and  an  effort  will 
have  to  be  made  to  resurface  or  re-tar  the  setts  to  minimise  this 
nuisance. 

The  income  from  salvage  was  increased  by  £70  as  compared 
with  last  year;  the  salvage  returns  for  the  year  1949  being  as 
follows : 

Tons  Cwts.  Qrs.  £ s.  d. 

Waste  Paper  93  19  1 ...  525  16  9 

Kitchen  Waste 102  10  0 ...  51  5 0 

Miscellaneous  - - - ...  30  17  10 


Total  Value  ...  £607  19  7 

A salvage  bonus  is  given  to  the  men  engaged  on  refuse 
collection  and  disposal  duties,  the  amount  being  10  per  cent,  of 
the  value  of  salvage  sold,  excluding  kitchen  waste,  which  is 
collected  privately. 
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SANITARY  IMPROVEMENTS 

Disrepair 

Roofs  repaired  31 

Walls  and  chimneys  repaired  23 

Defective  plaster  renewed 28 

Windows  repaired  30 

Fireplaces  repaired  13 

Stairs  repaired  22 

Handrails  provided  3 

Doors  repaired  10 

Floors  repaired  or  relaid 18 

Yards  and  passages  cleansed  3 

Outbuildings  repaired 10 

Washing  accommodation  provided 1 

Lighting  provided  2 

Ventilation  improved 4 

Dampness  Remedied 

Rising 12 

Penetrating  17 

Sundry  Defects  31 

Sanitary  Defects 

Sewers  cleansed 1 

Drains  cleared  258 

Drains  repaired 26 

Drains  reconstructed 18 

W.W.C.s  repaired  14 

W.W.C.s  cleared 23 

W.C.s  repaired  9 

W.C.s  cleared  3 

New  drainage  provided  5 

Eaves  gutters  repaired  30 

Rainwater  pipes  repaired 21 

Sink  Waste  pipes  repaired 3 

Soil  pipes  repaired  6 

Accumulations  17 

Ashpits  abolished  24 

Drains  tested  34 

Sinks  provided  16 

Water  supply  improved  6 

Water  under  floor  2 

Articles  cleansed  14 
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